Wiltshire 


Gas Carrier - 15,495 cubic metres 
1994 Arab Maritime Petroleum Transport Co, Bahrain, 


renamed ZALLAQ 
1997 Broken up Alang 


http://tynebuiltships.co.uk/W-Ships/wiltshire1968.html 


Autumn 1968 


(01/12/1968) 


Captain Butler M.J 
Chief Eng Officer Jones R.M 


Chief Officer Hughes T 2nd Eng Officer Brassington G.J 
2nd Officer Shefford P.W 3rd Eng Officer Johnston J.M 
Ext 2nd Officer Jewell J.W 4th Eng Officer Stanley P.F 
Radio Officer Mullan B.A 5th Eng Officer Johnston P.G 
Purser Heaslip G Electrical Officer Bailey P 


2nd Elect Officer |Ikin D.E 
Bosun Greig G 
2nd Steward Williams R 





Summer 1969 


(30/06/1969) 


Captain McLeod R.F 
Chief Eng Officer Findlay A 


Chief Officer Hughes T Ext Chief Eng Officer Crook W 
2nd Officer Coventry P.H.S 2nd Eng Officer Plunkett R 
Ext 2nd Officer Hursey W.A 3rd Eng Officer Edgington J.S 
Radio Officer Owen R.J Ext 3rd Eng Officer Stronge R.R 
Purser Rose J.(p) 5th Eng Officer Rooks B 


Electrical Officer Bailey P 
Bosun White M 
2nd Steward Davies A 





Chief Officer Hughes T 


2nd Officer Fletcher P.W 
Ext Chief Officer Gosden D.W.F 


3rd Officer Bell R.N 


Radio Officer Stenton S.W.A 


Winter 1969 


(25/12/1969) 


Captain McLeod R.F 
Chief Eng Officer Findlay A 
2nd Eng Officer Clark | 
3rd Eng Officer Powell R 
4th Eng Officer Frazer K.A 
5th Eng Officer Sommerville J 
Electrical Officer Wilson L 


Purser 


Rose J.(p) 
Bosun Miley D 
Cook Powdrill R.F 
2nd Steward Scarfe-Cody M 





Summer 1970 


(01/07/1970) 


Chief Officer Hughes T 


2nd Officer McLeod K 
3rd Officer Creamer D.J 
Deck Cadet Kunze A.R 


Radio Officer Owen R.J 


Purser Traynor J.A 


Captain Butler M.J 

Chief Eng Officer Jones R.M 
2nd Eng Officer Hay W 
3rd Eng Officer Robinson A.J 
4th Eng Officer Blaxland M 

Ext 4th Eng Officer Weall A 
5th Eng Officer Ephgrave R 
Electrical Officer Thomas A 
Bosun ReidE 
Cook Taylor J 


2nd Steward GrantA.A 





Chief Officer Gosden D.W.F 


2nd Officer Birkett R 
Ext Chief Officer Carlise H.E 
Deck Cadet Buckley P 
Radio Officer Cottier J.C 


Purser Barraclough J 


Spring 1971 


(01/04/1971) 


Captain Clarkson R.J.E 
Chief Eng Officer Griffith H.V 
2nd Eng Officer Clark | 
3rd Eng Officer Craig C.G 
4th Eng Officer Moorhouse F 
Ext 4th Eng Officer Hatch N 
5th Eng Officer Disley P.M 
Electrical Officer Chedotal F.J 
Bosun Oliver H.A 
Cook Mackenzie A 


2nd Steward McLeod H,G 





Chief Officer Hughes T 
2nd Officer Gow P.D 


3rd Officer Corcoran J.A 
Radio Officer Stamford-Burrows C.J 
Purser Maldonado A 


Summer 1971 


(01/08/1971) 


Captain Butler M.J 
Chief Eng Officer Findlay A 
2nd Eng Officer Hesketh C.S 
3rd Eng Officer Robinson A.J 
Ext 3rd Eng Officer Kenyon J 
4th Eng Officer Steinson T.J 
5th Eng Officer Eastwood H.D 
Electrical Officer Sharpe A 
Bosun Coleman E.B 
Cook Brayley R.G 


2nd Steward Robson R.W 





Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
Uncert Officer 
Ext 2nd Officer 
Radio Officer 
Purser 


Spring 1972 


(29/04/1972) 


Captain McLeod R.F 
Chief Eng Officer Ashcroft T.S 


Fletcher P.W Ext Chief Eng Officer McLeod-Brown R 
Williams J.H 2nd Eng Officer Smith M.D 
Corcoran J.A 3rd Eng Officer Craig C.G 
Stenton S.W.A Ext 3rd Eng Officer Pendergood W.K 
Standish R.F 4th Eng Officer Haden R.D 
5th Eng Officer Burden J 
Electrical Officer Chedotal F.J 
Bosun Dick J.C 
Cook Brayley R.G 
2nd Steward Robson R.W 
Autumn 1972 
(01/10/1972) 
Captain McLeod R.F 
Chief Eng Officer Smith M.D 
Wicks C 2nd Eng Officer Lamont J.D 
Creamer D.J 3rd Eng Officer Robinson J 
Hooper A.M 4th Eng Officer Disley P.M 
Cameron R.K Ext 4th Eng Officer Beattie P.J 
Sangster W 5th Eng Officer Good N.P.D 
Hamer E Electrical Officer Richie R.S 
Bosun Dick J 


Cook Friery W 
2nd Steward Mathews G 





Chief Officer Fletcher P.W 


2nd Officer Bell R.N 
Ext Chief Officer Stafford T.S 
Ext Chief Officer Owen H.R 
Radio Officer Furness J.M 
Purser Bristow K.R 


Chief Officer Owen H.R 


1st Officer Edwards R.A.F 


2nd Officer Kunze A.R 
Deck Cadet Baird |.H 


Radio Officer Matheson D.M 


Purser Casey C 


Spring 1973 


(01/04/1973) 


Captain McLeod R.F 
Chief Eng Officer Hancock P.F 
2nd Eng Officer Reid D 
4th Eng Officer Webster A.D.C 
5th Eng Officer Noel R.E.A 
Electrical Officer Butterworth A.D 
2nd Elect Officer Beesley J.P 


Autumn 1973 


(07/10/1973) 


Captain Fletcher P.W 
Chief Eng Officer Smith M.D 
2nd Eng Officer Leech C 
3rd Eng Officer Robinson A.J 
4th Eng Officer Hanks W.R 
Ext 4th Eng Officer Carrahar S 
Jnr Eng Officer Smith J.M 
Electrical Officer Sutherland K 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Winter 1973 


(19/02/1974) 


Captain Wicks C 
Chief Eng Officer Smith M.D 


Donnellan M.T 2nd Eng Officer Leech C 
Creamer D.J 3rd Eng Officer Douglas P.F 
Jeffrey R.C 4th Eng Officer Akroyd C.M 
Breivik P.R Ext 4th Eng Officer Carrahar S 
Le Faye F.N Jnr Eng Officer Smith D.S 
Electrical Officer Rogers D 
Summer 1974 
(18/09/1974) 
Captain Wicks C 

Chief Eng Officer Twamley D.G 
Corcoran J.A 2nd Eng Officer MacFarlane A 
Anderson P 3rd Eng Officer Bell E.A 
Townend R.| 4th Eng Officer Akroyd C.M 
Marsden D 5th Eng Officer Keenan K.M 
Sandison J Electrical Officer Holt G 
Mitchell N.J 


C.P.O0 Rodrigues M 
Cook SmithR 
Storekeeper Buck F 





Act Chief Officer 
2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Winter 1974 


(01/03/1975) 


Captain Horn M.J 
Chief Eng Officer Hesketh C.S 





Creamer D.J 2nd Eng Officer Currie I.S 
Bytheway P.S 3rd Eng Officer Unsworth E 
Galbraith M.J 4th Eng Officer Surtees J.G 
Fraser G.J Ext 4th Eng Officer Cotton A 
Hodgson R 5th Eng Officer Hulme K 
Hopwood W.S Electrical Officer Sutherland K 
Rowley J.F 

C.P.O Jones J.V 

Cook StewartA 

Storekeeper Foreman A 
Summer 1975 
(19/09/1975) 
Captain Winter M.J 
Chief Eng Officer Kelly P.A 

Pain M.J 2nd Eng Officer Mullaly A.E 
Anderson P 3rd Eng Officer Firth M 
Woodward S.R 4th Eng Officer Whiteside P 
Clarke N.J Ext 4th Eng Officer Surtees J.G 
Gulliver S 5th Eng Officer Hulme K 


Electrical Officer McGarrigle K.J 
C.P.0 Hale D.J 
Cook Patterson F 
Storekeeper Buck F 


Chief Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 


Chief Officer 
2nd Officer 
Ext 2nd Officer 
3rd Officer 
Radio Officer 
Purser 


Summer 1976 


(10/09/1976) 


Chief Eng Officer Kelly P.A 


Edwards R.A.F 3rd Eng Officer Bullen M.C 
King B.J 4th Eng Officer Cretney A.L 
Molloy G.J Jnr Eng Officer Mercer J.E 
Harvey S Electrical Officer McGarrigle K.J 
Winter 1976 
(23/02/1977) 
Captain Winter M.J 

Chief Eng Officer Whitaker J 
Bytheway P.S 2nd Eng Officer Lamont J.D 
Scrimgour P 3rd Eng Officer Currid J.P 
Kenyon P.R.H 4th Eng Officer McFadden J.P 
Best J.W.R 5th Eng Officer Elliot A.K 
Conn | Jnr Eng Officer Keilty R.M 
Cook J.A Electrical Officer Stobbart D 


C.P.0 McNicholl W.H 
Cook Frapwell K.G 
Storekeeper Buck F 


Chief Officer 
2nd Officer 

Ext Chief Officer 
Ext 2nd Officer 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Ext 2nd Officer 
3rd Officer 
Radio Officer 
Purser 


Autumn 1977 


(13/10/1977) 


Captain Nisbet M.R 
Chief Eng Officer Kelly P.A 





Bytheway P.S 2nd Eng Officer Turbitt D 
Baker A.R 3rd Eng Officer Austen S.J.S 
Court R.J 4th Eng Officer Whittle A.J 
Green R.D Ext 4th Eng Officer Steel E.P 
Connolly D Cadet Act Jnr Eng Officer Donaldson J.H 
Chadwick D.H Senior Elect Officer Meacock R.N 

C.P.O0 Hale D.J 

Cook Jones W.H 

Storekeeper Butterworth T 
Winter 1977 
(15/03/1978) 
Captain Owen H.R 
Chief Eng Officer Whitehouse C 

Bytheway P.S 2nd Eng Officer Bauchop L.D 
Penry G.N Cargo Engineer Taylor N.R 
Marsh C.H 4th Eng Officer Hughes J.H 
Burslem D.L Jnr Eng Officer Hulley P.G 
Cunnison A.J Electrical Officer Parkin N.J 
Morris R 


C.P.0 Hodges A.J 
Cook Phillips K.E 
Storekeeper Jones C.E 





Chief Officer Court R.J 
2nd Officer Marsh C.H 
3rd Officer McNaught | 

Ext 3rd Officer King B.J 

Radio Officer Breivik P.R 


Purser Thompson P 


Autumn 1978 


(27/09/1978) 


Captain Owen H.R 
Chief Eng Officer Mullaly A.E 
2nd Eng Officer Turner W.G 
Deck Eng Officer Steel E.P 
3rd Eng Officer O'Brien T.H 
4th Eng Officer Hudson S 
Jnr Eng Officer Morris T 
Electrical Officer Errington C 
C.P.O0 Hale D.J 
Cook JoyB 


Storekeeper Kelly J 





Chief Officer Court R.J 


2nd Officer Brocklesby M.S 


Ext Chief Officer Gledhill S,H 
3rd Officer Jones S.K 


Radio Officer Simpson G.J 
Purser Thompson P 


Spring 1979 


(30/04/1979) 


Captain Bytheway P.S 
Chief Eng Officer Mullaly A.E 
2nd Eng Officer McConnell R.J 
Deck Eng Officer Hudson S 
3rd Eng Officer Austen S.J.S 
4th Eng Officer Jensen M 
Jnr Eng Officer Fenton A.S 
Electrical Officer Chedotal F.J 
C.P.O0 Kelly T.D 
Cook Whelan H 


Storekeeper Buck F 





Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 

Ext Chief Officer 
Ext 2nd Officer 
3rd Officer 
Radio Officer 
Purser 


Court R.J 
King B.J 
Head G.R 
Howard P.R 
Willis F.J 


Gledhill S,H 
Foster S 
Singh D 
King B.J 
Mallett J.W 
Wade C 
McNeil R 


Autumn 1979 


(26/09/1979) 


Captain McWilliam J.M 
Chief Eng Officer Mullaly A.E 

2nd Eng Officer Suddick A.C 
Deck Eng Officer Robinson A.J 

3rd Eng Officer Ramsey A.V 

4th Eng Officer Charlton T 

Jnr Eng Officer Davis P.E 
Electrical Officer Boughton R 

C.P.0 Dick J.C 


Spring 1980 


(26/03/1980) 


Captain Creamer D.J 
Chief Eng Officer Collins R.H 

2nd Eng Officer Pickup R.W 
Cargo Engineer Olson S 
3rd Eng Officer Cretney A 

Ext 3rd Eng Officer Edmunds A.N 
Jnr Eng Officer Woodward J.W 

Electrical Officer Meacock R.N 


C.P.0 Whitfield R 
Cook Scales H 





Chief Officer 
2nd Officer 
3rd Officer 

Ext 3rd Officer 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Ext 3rd Officer 

Radio Officer 

Purser 


Summer 1980 


(18/09/1980) 


Captain Corcoran J.A 
Chief Eng Officer Carr D 


Avenall D 2nd Eng Officer 
Thomson D.C Cargo Engineer 
McGrath D.M.E 3rd Eng Officer 


Gillett R.B 4th Eng Officer 





Bell R.C 
McFadden J.P 
Elliot A.K 
Fairhurst F.W 
Woodward J.W 


Austen S.J.S 


McCormack J 


Thomas P.E Jnr Eng Officer 
Hamer E.P Electrical Officer Wignall |.F 
C.P.0 Rigby E 
Cook Murphy J.P 
Spring 1981 
(21/05/1981) 
Captain Corcoran J.A 
Chief Eng Officer Crook W 
Jeffrey R.C 2nd Eng Officer 
Hargreaves W.J.M Cargo Engineer Olson S 
Haigh R.A 3rd Eng Officer Hughes J.H 
Hind S 4th Eng Officer 
Smith K.D Jnr Eng Officer Duffy A.Q 
Hamer E Electrical Officer 


C.P.0 Hale D.J 
Cook HomanL.M 
Storekeeper Butterworth T 





Boughton R 


Chief Officer 
2nd Officer 

Ext Chief Officer 
3rd Officer 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 

Ext Chief Officer 
3rd Officer 
Radio Officer 
Purser 


Autumn 1981 


(21/10/1981) 


Captain Bytheway P.S 
Chief Eng Officer Crook W 





Marsh C.H 2nd Eng Officer Pickup R.W 
Kitchen S.J Cargo Engineer Robinson A.J 
Malpass N.H 3rd Eng Officer Willoughby B 
Hillier C 4th Eng Officer Graham K 
Waddicor C.A Jnr Eng Officer Pascoe R.G 
Hamer E Electrical Officer Errington C 

C.P.0 MacPherson M.F 

Cook Beattie J.J 

Spring 1982 
(06/04/1982) 
Captain Corcoran J.A 
Chief Eng Officer Penny D.N 

Martin F.R.F 2nd Eng Officer Lindsay W.P 
Gaukrodger C.S Cargo Engineer Patterson F.H 
Duffield D.R 3rd Eng Officer Ramsey A.V 
Hume M.S 4th Eng Officer Hudson S 
Foley B.J Jnr Eng Officer Herd P.M 
Thompson P.C Electrical Officer Jackson D.H 


C.P.0 Campbell A 
Cook Bolton R.J 
Storekeeper Frew T 





Chief Officer 
2nd Officer 

Ext Chief Officer 
3rd Officer 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Autumn 1982 


(27/09/1982) 


Captain Corcoran J.A 
Chief Eng Officer Crook W 





Wilburn R.M 


Jackson D.H 


McConnell R.J 
Robinson A.J 
Garbutt W.W 


Ashcroft M.E Cargo Engineer Olson S 
Bell R.C 3rd Eng Officer 
Brough R.W.A 4th Eng Officer Pegler I.F 
Hume M.S Jnr Eng Officer Driver S.J 
Jackman W.B Electrical Officer 
Mackenzie A 
C.P.0 Morrison R 
Cook Haigh D 
Spring 1983 
(22/04/1983) 
Captain Corcoran J.A 
Chief Eng Officer Penny D.N 
Martin F.R.F 2nd Eng Officer 
Burnett A.D Cargo Engineer 
Malpass A.J 3rd Eng Officer 
Dickinson B 4th Eng Officer Powell A.K 
Heaslip G Jnr Eng Officer 


Electrical Officer 
C.P.0 DanilyA 
Cook Crozier M 
Storekeeper Butterworth T 





Macfarlane D.P.C 
Waites A 


Autumn 1983 


(21/10/1983) 


Captain Reeves M.M 
Chief Eng Officer Crook W 


Chief Officer Marsh C.H 2nd Eng Officer Turbitt D 
2nd Officer King B.J Cargo Engineer Slater M 
3rd Officer Clifton A.M 3rd Eng Officer Holt D 
Radio Officer Wade C 4th Eng Officer Hulley P.G 
Purser Chadwick D.H Jnr Eng Officer Macfarlane D.P.C 


Electrical Officer Campbell A.G 
C.P.0 Hale D.J 
Cook Jones C.J 
Storekeeper McGarry J 





